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UNCLASSIFIED 

PAGE 01 STATE 304203 
ORIGIN PM-05 

INFO OCT-01 ARA-14 ISO-OO SSO-OO SS-15 A-01 MED-03 
INR-07 CIAE-00 NSCE-00 INRE-00 /046R 

DRAFTED BY PM/ISO:CCORDER:DME 
APPROVED BY PM/ISO:JBURGESS 
ARA/AND:TALITTO(INFO) 

119937 212313Z/75 

O R 212208Z DEC 77 
FM SECSTATE WASHDC 
TO AMEMBASSY QUITO IMMEDIATE 
INFO OSD(HA)AVASHDC 
USAF/CVAF XOXXW WASHDC 
OSAF/IA WASHDC 

UNCLAS STATE 304203 

E.O. 11652: N/A 
TAGS: OVIP, OTRA, EC 

SUBJECT: REQUEST FOR ADMISSION TO US MEDICAL FACILITY 
REF: QUITO 8461, 8470 

1 . DOD HAS APPROVED REQUEST FOR MEDICAL TREATMENT OF 

BG FRANCISCO AGUIRRE AT WALTER REED ARMY MEDICAL CENTER. 

FIRST AVAILABLE DATE FOR CONSULTATIONS IS 3 JANUARY 1978. 

2. GENERAL AGUIRRE SHOULD REPORT TO DR. BEDYNEK, 

CARDIOLOGIST, AT THE CARDIOLOGY UNIT, OLD HOSPITAL 
BUILDING, WALTER REED AT 1430 HRS, 3 JANUARY 1978. 

3. ALL MEDICAL RECORDS IN ENGLISH TRANSLATION IF AVAILABLE, 

SHOULD ACCOMPANY GEN. AGUIRRE. 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 STATE 304203 

4. EMBASSY SHOULD REQUEST GOE TO ARRANGE DETAILS OF TRAVEL 
WITH THEIR MILITARY ATTACHES IN ECUADOREAN EMBASSY 
WASHINGTON. 

VANCE 
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